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Recent Aids to 


Book Selection 
Buying List of Books for Small Libraries by Orrilla T. Blackshear. 


“This latest revision is a ‘must’ for even the smallest budget.”—Library 
Journal. An annotated list of basic titles for the small independent or branch 
library, published for the most part since 1945. Features a separate list of 
books for young people and stars books in adult and children’s sections of 
interest to young people. Complete buying information, subject headings, 
simplified classification numbers, L.C. card numbers, and notation of Wilson 
cards are given. 8th ed. 1954. 207p. $3.75. 


Books for Adult Beginners by Viola Wallace. 
“This list should fill a long felt need for a quick selection of books for both 
men and women with many different cultural backgrounds.”—Library 
Journal. A new edition of the basic list of books for those who read English 
with difficulty or not at all, It lists, annotates, and grades over 500 titles 
which have been tested by actual use. Arranged by broad subjects with 
separate lists of textbooks and workbooks, books on getting a job, and books 
on adult education for the librarian or teacher. 3d ed. 1954. 68p. $1.35. 


Patterns in Reading; An Annotated Book List for Young People 
by Jean Roos. 

“. . . particularly useful to high school librarians and those working with 
teen-agers in public libraries. . . .’—Wilson Library Bulletin. A unique 
reading list designed to satisfy the search of young people for ‘another 
interesting book like the one just read.” Over 1400 titles arranged into 
more than 100 patterns of reading interest. For use by young people and by 
librarians, teachers, parents, and youth leaders working with them. 1954. 
144p. Illus. Single copies, $2.00 each. Quantity prices lower. 


Books for Junior Colleges edited by Frank J. Bertalan 
“The material is up-to-date and of high quality—exactly the type of material 
needed.”—Junior College Journal. A basic list of 4,052 books, periodicals, 
and films arranged according to the main divisions of junior college cur- 
riculums, 1954. 3271p. Cloth, $7.50. 


Books for Catholic Colleges—Supplement, 1950-1952 by Sister Melania 
Grace, S.C., and Louis A. Ryan, O.P. 1954. 64p. $1.75. 


Previously Published 


A.L.A. Catalog, 1942-1949. Florence Boochever, ed. 1952. 480p. Cloth, 

The Booklist; A Guide to Current Books. . $6.00 a year; single copy, 40c. (Sample copy on request.) 
Guide to Reference Books. Constance M. Winchell. 7th ed. 1951. 645p. Cloth 

Inexpensive Books for Boys and Girls. Catherine E. Adamson, ed. 3d ed. 1952. 36p 

Subscription Books Bulletin. Quarterly. $3 a year; single copy 80c. (Sample copy on request.) 
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Forthcoming 
books 


Since most of these entries are made 
from galley proofs, information for full im- 
print is lacking. Full imprint, classification, 
subject headings, and L.C. card number are 
given for each in the second entry in the 
Classified books or Fiction section of THE 
Bookuist after the finished book is received 
in this office. 


NONFICTION 


Chubb, Mary. Nefertiti lived here. 
Crowell, $3.50. August 15. 

An assistant secretary to an archaeological 
society suggested that a field secretary might 
improve the quality of exhibits and reports. 
The board agreed, so the author went to 
Egypt with the next expedition, and took to 
archaeology like a flea to sand. As she tells 
of the expedition’s six weeks at Tell el Amar- 
na, the reader too feels present at the diggings, 
discoveries, and impromptu lectures that 
brought Nefertiti and her contemporaries 
alive for the expedition’s newest members. A 
—_ flowing style makes this read like 

ction. 


O’Malley, Mary Dolling (Sanders). A 
family of two worlds, by Ann Bridge 
[pseud.]. Macmillan, $4.50. Tentative date 
August 16. 

A warmly loving portrait of the author’s 
mother, made up of the daughter’s cherished 
memories, the recollections of numerous rela- 
tives on both sides of the family, and the rare 
confidences of the mother herself. The com- 
posite picture represents a woman of striking 
appearance and personality, the darling of a 
Louisiana family who married a_ forceful 
Englishman of a puritanical turn of mind, 
made an unusually happy home for him and 
their nine children, and endeared herself to 
a wide circle of English relatives and asso- 
ciates. 


FICTION 


Bonner, Paul Hyde. Excelsior! Scribner, 
$3.50. June 20. 


The responsibilities of the Swiss as a neu- 
tral nation in time of war are clearly demon- 
strated in this story of a banker reputed 
for his sagacity in interpreting international 
affairs. Robert Eggli, in his eighties during 
World War II, is still the undisputed head 
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and ablest man in his banking establishment 
and, in spite of his personal sympathies for the 
English, French, and Americans, a defender 
of his house’s German accounts. In an un- 
excitingly entertaining narrative Eggli is seen 
in his relationships with the one woman who 
understands and loves him and with his chil- 
dren, none of them of enough character to 
escape his tyrannical dominance. It is the at- 
tempted betrayal of the family’s business in- 
tegrity by one of the sons, however, which 
causes Eggli’s death. The Zurich setting gives 
the novel a cosmopolitan flavor. 


Goodman, George J. W. The bubble 
makers. Viking, $3. Tentative date Au- 
gust. 

Mass media, the flight to suburbia, and the 
herd-minded younger generation are the 
chief targets of this crisply written satirical 
fantasy. Instead of staying on at Harvard or 
accepting his grandfather’s offer to study 
law with him on the family plantation, Char- 
ley Garnier tried to conduct a jeep expedition 
to the mountains of Bhutan. Although he 
never reached Bhutan, Charley at least 
learned how the rest of America lives, unlike 
his feudalistic grandfather, Judge Garnier, 
who tried to ape an eighteenth-century squire 
on his acres. The author repeats and overem- 
phasizes, but makes up for it by the unflagging 
inventiveness of his imagination. 


Classified 
books 


100-200 PHILOSOPHY—RELIGION 


Hildebrand, Kenneth. Achieving real 
happiness. 1955. 245p. Harper, paper- 
covered boards with cloth backbone, $3. 


A prominent minister expounds his formula 
for satisfying living, addressing his arguments 
to those moderns who are looking for a mean- 
ing and a goal, and are skeptical of finding 
either in religion. A persuasive approach de- 
signed to show perturbed persons how religion 
can be made a vital force in life. 


171.4 Happiness 55-6786 





Knox, John. The early church and the 
coming great church. 1955. 160p. Abing- 
don, $2.50. 

A proponent of the ecumenical movement finds 
the chief obstacle to church unity in the view 
that the presenti state of disunity displays 
deviations from the model church of the New 
Testament. He demonstrates that divisions 
and disparities were as common in the early 
Christian era as they are now; implying that 
this is as it should be in a world-wide church, 
he asserts that it is in the possession of a com- 
mon faith and way of life that the early church 
serves as a model for the unified church of the 
future. 

270.1 Church history—Primitive and early church 
|| Christian union 55-6765 


Sanderson, Ross Warren. The church 
serves the changing city, by [the author] 
for the Dept. of the Urban Church, with 
the co-operation of the Committee on 
Field Research, National Council of 
Churches. 1955. 252p. illus. Harper, pa- 
per-covered boards with cloth backbone, 
$3.50. 

Eight case studies demonstrate what church 
groups are doing to arrest neighborhood 
blight in some of the larger cities of the U‘S. 
Interdenominational projects in Boston, Mil- 
waukee, Jersey City, the Bronx, Cincinnati, 
and East Harlem give evidence of a quickened 


social conscience on the part of the city f 


churches, and a concern for the physical, 
mental, and spiritual welfare of the less priv- 
ileged citizens. Of particular interest to read- 
ers who found the problem stated in Miller’s 
Man and God in the city (Booxutst 50: 411, 
Jl 1 54). 
261 Social service || Church work || City churches 
55-6788 (W) 


300 SOCIAL SCIENCES 


Barkan, Manuel. A foundation for art 
education. 1955. 235p. Ronald, $4. 

A professor of art education discusses the sig- 
nificance of the findings of scientific research 
on human behavior and the learning process 
to art education. He also presents current 
thought on such basic teaching problems as 
the teaching of absolute principles and skills 
versus teaching based on student needs and 
experience; the relation of art education to 
recognized cultural values and needs; the 
benefits of creative experience in behavior and 








THE Book.ist uses the Decimal classification and the subject headings on Library of Congress carcs 
when these are available. Classification and subject headings assigned in THe Booxtisr office are 
indicated by a dagger (7). Alternative classification is given in brackets. Classification numbers 
preceded by an asterisk (*) are assigned from the 15th edition of the Decimal classification; both 
the 14th and 15th editions are used by the Library of Congress Decimal Classification Section and by 
Tue Booxuist. Librarians may wish to modify classification and subject headings to accord with their 


own collections. 


Parentheses ( 
card for a different edition. 


) around an L.C. card number indicate an open entry card; brackets [ 


] indicate a 


A (W) at the end of an entry indicates that H. W. Wilson catalog cards are available for the title. 
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personality development; and implications in 
terms of operational problems of art educa- 
tion in elementary and secondary schools. 
Useful to students and teachers of art. Bib- 
liography. 


372.5 Art—Study and teaching 55-6077 


Cunningham, Ed and Reed, Leonard. 
Guide to earning a living. 1955. 116p. 11 
in. Simon & Schuster, $3.95; paper, $1.95. 


A survey of 119 careers in business, the pro- 
fessions, trade, agriculture, and government 
service for those who wish to choose or change 
their careers. The brief information given 
usually includes opportunities and future out- 
look, training, personal traits needed, de- 
scription of work, salary range, advantages 
and disadvantages, a short reading list, and a 
place to write for further information. Useful 
to teachers, students, parents, and librarians. 
371.425 Vocational guidance 54-9793 (W) 


Eastman, Max. Reflections on the failure 
of socialism. 1955. 127p. Devin-Adair, 
paper-covered boards, $2.75. 

Articles and an address in which a former 
Socialist repudiates the leftist point of view 
and ardently champions free enterprise, indi- 
vidual ownership, the folly of utopianism, and 
distrust of the welfare state or planned econ- 
omy. With the zeal of the convert, he laments 
the failure of his former associates to see 
things his way, although he exhibits more 
melancholy than rancor over their delin- 
quency in coming around. Most of the articles 
have appeared in periodicals. 


335 Socialism 55-7352 


Galbraith, John Kenneth. The great crash, 
1929. 1955. 212p. illus. Houghton, $3. 

An informal and well-documented analysis of 
the stock market crash of 1929 and of its 
causes and results with some discussion of the 
likelihood of a repetition in the future, by a 
noted economist. Will be of interest to those 
who remember the occasion and the depres- 
sion which followed, and also to a newer gen- 
eration more widely acquainted with the leg- 
ends and lore of the time than with factual 
background. 


338.54 Depressions—1929—U:S. 55-7639 (W) 


Gaster, Theodor Herzl. New Year: its 
history, customs, and superstitions. 


See note on p.412. 


Greer, Paul. Co-operatives: the British 
achievement. Foreword by Lord Wil- 
liams; introd. by Marquis W. Childs. 1955. 
17lp. Harper, paper-covered boards with 
cloth backbone, $3 

An American journalist’s informal report of 
his tour of British consumer cooperative so- 
cieties, as a result of which he advocates con- 
sumer organization in the U.S. as a bulwark 


against organized production, communism, and 
national socialism. He cites as examples of 
cooperative achievement low cost goods and 
housing, lower general prices, higher living 
standards for low-income families, participa- 
tion by individuals in decisions affecting their 
welfare, increasing political influence, and 
protection of individuality through a system 
of returns based on individual purchases. 
Readable and thought provoking. 


334 Cooperation—Gt. Brit. 54-12152 


Meyerson, Martin and Banfield, Edward C. 
Politics, planning and the public interest; 
the case of public housing in Chicago. 
1955. 353p. illus. Free Press, $5. 

The steps by which Chicago reached a decision 
on the location of its public housing projects 
are studied in an attempt to develop a theory 
of decision-making. Because similar deci- 
sions will have to be faced in other cities in 
which similar interests will conflict and sim- 
ilar rhetoric will be employed, this study 
should be helpful in pointing out issues and 
problems that are likely to confront politicians 
and planners with regard to projects of com- 
munity-wide concern. 


331.833 Housing—Chicago || Negroes—Housing 


55-7335 


Taft, Donald Reed and Robbins, Richard. 
International migrations; the immigrant 
in the modern world. 1955. 670p. maps, 
diagrs. Ronald, $7. 

A comprehensive treatment of the problem of 
human migration, approached from an inter- 
national point of view. The authors begin with 
a discussion of the major factors influencing 
migration, and continue with an analysis of 
world migrations from World War I to the 
present. After weighing the problems of im- 
migration to the U.S., they point out the larger 
implications of human migration, and suggest 
a migration policy for the future. In spite of 
its textbook format, the book is written so en- 
gagingly that it will hold the interest of the 
lay reader. 


325 Emigration and immigration 55-6095 


Tarshis, Lorie. Introduction to interna- 
tional trade and finance. 1955. 536p. illus. 
Wiley, $6. 
An objective, nondoctrinaire textbook on in- 
ternational trade, directed to the college stu- 
dent with only an elementary background in 
economics. After analyzing the reasons for 
world trade and examining its effects upon re- 
sources, the writer traces the international 
movements of capital. He then discusses the 
balance of payments, and such means of pre- 
serving it as tariffs, exchange control, and free 
exchange rates. The minimal amount of math- 
ematics and diagrams keep the book well 
within the grasp of the intelligent general 
reader. 
382 Commerce |! Foreign economic relations 
55-14305 
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Trecker, Harleigh Bradley, ed. Group 
work; foundations & frontiers. 1955. 418p. 
Whiteside and Morrow, paper-covered 
boards with cloth backbone, $5. 


Most of this guide to the theory and practice 
of group work consists of outstanding articles 
contributed to the quarterly magazine, The 
Group, from 1939 to 1954. They represent the 
pooled thinking of many social workers on 
such topics as the philosophy and objectives of 
group work with different age groups or in 
specialized settings, supervision, refining the 
process, and professional development. Based 
on replies to a letter sent to practitioners, the 
rest of the book tries to predict future lines of 
development. For social workers and adult 
educators. 


7*361.4 361.8 Social group work 55-5602 


Wallin, John Edward Wallace. Education 
of mentally handicapped children. 1955. 
485p. illus. Harper, $4.50. 


Unlike the Kirk book also listed in this issue, 
this is addressed principally to professionals 
concerned in some degree or capacity with the 
education of the mentally deficient child. The 
author is one of those who feel that society’s 
and the child’s best interests are served by 
training the mentally handicapped by means 
of special classes within the public school 
system; accordingly he discusses the quali- 
fications of the teacher, the objectives, and 
the curriculum of the special class. 

371.922 Children, Abnormal and backward — 


500-600 NATURAL SCIENCE 
—USEFUL ARTS 


Ballard, Thomas J. and Conklin, Quentin 
E. The uranium prospector’s guide. 1955. 
25lp. illus. Harper, paper-covered boards 
with cloth backbone, $3.50. 


For full-time or week-end prospectors or 
miners this book offers stimulating, informa- 
tive data on geology and mineralogy, and in- 
formation on the use of radioactive detection 
equipment, the reading of maps, the process of 
staking a claim, and methods of marketing the 
ore. Concisely stated with selected references 
appended to some chapters. 


622.1 Uranium ores || Prospecting 55-6563 (W) 


Barton, Roger. How to watch birds. 1955. 
229p. illus. McGraw-Hill, paper-covered 
boards, $3.50. 


An informal guide to all aspects of bird watch- 
ing in which the author enlivens practical ad- 
vice with his personal experiences as a nature 
columnist and president of the New Jersey 
Audubon Society. He tells where to find var- 
ious species, how to approach and _ identify 
them, gives suggestions for attracting and 
feeding birds, keeping records, taking photo- 
graphs, banding, watching birds at night, and 
even collecting old nests, and includes specific 
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information on bird books, bird clubs, and fa- 
mous bird watchers. 


598.2 Birds || Birds, Protection of 55-6146 (W) 


Brobeck, Florence Richards. The new 
cook it in a casserole. 1955. 256p. illus. 
Barrows, paper-covered boards with cloth 
backbone, $2.95. 


A collection of recipes, complete in itself, 
that supplements Cook it in a casserole 
(Booxuist 40:54, O 15 43). Just as the earlier 
book reflected wartime shortages of food and 
equipment, so this new collection reflects the 
postwar abundance of frozen foods, easily ob- 
tained imported ingredients, and metal-base 
baking wares that simplify preparation. Both 
inexpensive and elaborate dishes are included. 
+641.5 Casserole receipts 55-8235 (W) 


Kirk, Samuel Alexander and others. You 
and your retarded child; a manual for 
parents of retarded children. 1955. 184p. 
Macmillan, $4. 


Although the subtitle indicates that this man- 
ual is for parents, the preface extends the au- 
dience to include those who act in various ad- 
visory capacities and others, such as relatives, 
whose attitudes affect the welfare of the re- 
tarded child. A practical presentation of prob- 
lems and suggested solutions couched in 
everyday language, this distinguishes between 
the levels of retardation, explains how to help 
the child develop mentally and socially as 
far as his capacity will allow, and argues the 
 —/caaai of home care over institutional 
life. 


649.1 Children, Abnormal and backward || Parent ; 


and child 55-14350 (W) 


Lockley, Ronald Mathias. The saga of the 
grey seal; introducing the natural history 
of the grey seal of the North Atlantic. 
With photos. & maps by the author. 
Black-and-white drawings by Phillida 
and John Mead. 1955. 149p. illus. Devin- 
Adair, $4. 


Detailed notes on the mating and reproduc- 
tive habits of the Atlantic grey seal based upon 
direct observations made when the author 
spent a month at a secret breeding place on the 
rugged Welsh coast. He blends scientific fact 
with personal narrative and appreciative de- 
scriptions of nature to give an intimate picture 
of seal life which also constitutes an effective 
plea for conservation. First published in Eng- 
land under the title: The seals and the cur- 
ragh. 

7599.746 Seals 


(Animals) 55-7744 


Montgomery, Charlotte (Nichols). Hand- 
book for the woman driver. With illus. 
by Elizabeth Pollock. 1955. 239p._ illus. 
Vanguard, $2.95. 

The automobile editor of Good Housekeeping 


magazine explains the fine points of driving 
and gives useful tips on buying, operating, and 
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The first easy-to-read, hard-hitting 


word-and-picture books to give the truth 
about the two most potent political forces 
the world has ever known 


eae two books present the facts about Communism and Democracy 

so simply and effectively that the U. S. government has purchased 
large quantities of each for free distribution overseas. 192 pages—half 
text and half pictures—tell the basic ideology, history, growth, failures, 
accomplishments, and future of each political faith. Over 200 pictures 
in each volume (selected from more than 40,000 photographs) are vivid 
highlights in these two “must” books. To be published on July 11th. 
$2.95 each. 


WHAT IS COMMUNISM? 


Edited by Richard M. Ketchum Art Director: W. U. Anderson Picture Editor: Ruth Traurig 


CONTENTS: 
The Face of Communism The Zone of Silence 
Principles of Communism The Failure of Communism 
How Communism Came to Russia The Victims of Communism 
Communism in Practice—the USSR The Enemies of Communism 
Cc ist Expansi Questions and Answers 





Glossary of Terms 


WHAT [5 DEMUCKACY? 


Edited by Richard M. Ketchum 


CONTENTS: 
The Face of Democracy The Problems of Democracy 
The Roots of Democracy The Challenge to Democracy 
The Continuing Tradition Preservation of Democracy 
Democracy at Work The Promise of Democracy 


The Economics of Democracy 


EPDUTTON&COINC 


9185241955. £. P. DUTTON & CO., INC. © 300 Fourth Avenue © New York 10 
y 


2 vEARS 


“sy 


% 





servicing a car, and on traveling in comfort, 
with or without children and dogs. A lucid 
and inclusive handbook that tells women driv- 
ers what they need to know in order to feel 
confidence in their driving and obtain addi- 
tional pleasure and convenience from their 
cars. 

629.28 Automobile drivers 55-7885 (W) 
Newman, William Herman and Logan, 
James P. Management of expanding en- 
terprises. [Sponsored by the Columbia 
University Graduate School of Business]. 
1955. 125p. Columbia, $2.75. 

A round table consisting of professors of 
business administration and executives of 
large corporations was responsible for this 
report on the problems peculiar to enterprises 
that are moving into that stage of growth in 
which they become unwieldy by reason of 
the magnitude, diversity, and complexity of 
their activities. Decentralization, although not 
uniformly feasible, was judged to contain prin- 
ciples that could have wide application. For 
larger business libraries. 


658.1 Industrial management 55-7927 


Piersall, James A. and Hirshberg, Al. 
Fear strikes out; the Jim Piersall story. 
1955. 217p. Little, $3.50. 

In an autobiography focused upon his mental 
illness rather than upon his baseball record, 
the Red Sox center fielder reveals his boyhood 
fear and insecurity, explains the ever-increas- 
ing nervous tensions which finally landed 
him in a mental hospital following his much 
publicized exhibitionistic 1952 season, and 
stresses the part played in his recovery by his 
wife, friends, and teammates. Told with a sin- 
cere intent to help others fight fear and also 
to lessen the stigma of mental illness, his 
straightforward story should appeal to many 
readers not particularly interested in sports. 
A brief version appeared in the Saturday 
Evening Post under the title: They called me 
crazy—and I was! 
616.8 55-7464 (W) 
Rosen, Milton W. The Viking rocket 
story. 1955. 242p. illus. Harper, paper- 
covered boards with cloth backbone, $3.75. 
For note see Book ist 51:353, My 1 55. 
*629.14353 629.13338 Viking Rockets 55-6592 (W) 
Wakeling, Arthur, ed. Wood finishing and 
painting, step by step. 1955. 255p. Home 
Craftsman Publishing Corp., 115 Worth 
St.. N.Y. 13, $3.65. 

Specific, detailed instructions on applying all 
types of wood finish. The kinds of jobs include 
interior and exterior surfaces of buildings, fur- 
niture, boats, and automobiles. 
7698.3 Wood finishing 


Wellman, William R. High fidelity home 
music systems; their selection, assembly, 
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55-8412 (W) 


and installation. 1955. 177p. illus. Van 
Nostrand, paper-covered boards with 
cloth backbone, $3.95. 

An introductory manual on home high fidel- 
ity music systems for the reader who would 
like to assemble and install a set at nominal 
cost to himself. The author first explains the 
principles of high fidelity and describes the 
basic components in a high fidelity home 
music system. By indicating desirable and un- 
desirable features, he then helps the reader to 
make the right choice of loudspeaker, record 
changer, radio tuner, and amplifier. Although 
the author wants to save the reader money, he 
makes no compromise with quality for the 
sake of budget considerations. 


*621.345 681.843 High-fidelity sound systems 
55-14377 (W) 


Wright, Richardson Little. Greedy gar- 
deners. 1955. 96p. illus. Lippincott, pa- 
per-covered boards with cloth backbone, 
3.50. 


A well-known garden columnist lists the rat- 
ings assigned by plant societies to the new 
varieties of popular plants, and tells how to 
cultivate each kind of plant. A slim, chatty 
book for veteran gardeners who have reached 
the point where they want to specialize. 


635.9 Gardening || Plants, Ornamental 
54-6113 (W) 


700 FINE ARTS 


Martone, John. Handbook of self-defense, 
in pictures and text; law enforcement of- 
ficers’ manual of offensive and defensive 
techniques. 1955. 111p. illus. Greenberg, 
$2.95. 

The author, who has been a physical training 
director for the U.S. Secret Service and several 
other military and law enforcement organiza- 
tions, writes this concise manual of hand-to- 
hand combat. In the foreword a deputy in- 
spector of the New York City Police Depart- 
ment commends the book for its simple, 
sparse text, an adequate number of photo- 
graphs, authoritativeness, and elimination of 
extraneous material. 
796.8 Self-defense 


Roosevelt, Theodore, Pres. U.S. The 
hunting and exploring adventures of The- 
odore Roosevelt. Ed. by Donald Day. In- 
trod. by Elting E. Morison. 1955. 431p. 
Dial, paper-covered boards with cloth 
backbone, $5. 

Selections from the best of Theodore Roose- 
velt’s own writing, arranged chronologically 
and joined by an enthusiastic editorial com- 
mentary incorporating biographical notes and 
colorful anecdotes of those who knew him. 
The narratives, which show one of America’s 
great outdoorsmen hunting animals and out- 
laws in the Dakota Badlands, on safari in the 
Dark Continent, and exploring the River of 


55-6878 (W) 





Doubt in South America, are now almost clas- 

sic—and still lively. 

799.2 Hunting || Adventure and adventurers 
55-7204 (W) 


800 LITERATURE 


Carrier, Constance. The middle voice. 
1955. 53p. Alan Swallow, 2679 S. York 
St., Denver 10, Colo., $2. 

A Latin teacher in a New England high school, 
the poet transcribes the world around her she 
knows best—the elms on the street, the spires 
on the churches, graduations in June, picnics 
in midsummer. The themes she adopts are the 
gropings of adolescence, the gulf between 
youth and maturity, the search for a definition 
of the self. If hers is not the language of ele- 
vation or intensity, it is nevertheless the lan- 
guage of one kind of poetry, conversation 
touched with emotion. 


811.5 55-14220 


Hoffman, Frederick John. The twenties; 
American writing in the postwar decade. 
1955. 466p. Viking, $6. 

A serious study of the frivolous twenties 
which, correcting distortions and breaking up 
stereotypes, presents the decade in all its 
complexity. To assay the temper of the period, 
the author surveys the rebels who embarked 
on its literary and social experiments; he also 
assigns the proper importance to nonliterary 
documents which helped establish the tone of 
the decade. The present generation, he con- 
cludes, might well try to reinstate the experi- 
mental and creative outlook of the twenties, 
instead of looking back upon the era with nos- 
talgia, patronage, or contempt. Not a definitive 
literary history, the book is nevertheless a 
contribution to the understanding of an epoch 
which students of modern literature cannot 
afford to ignore. 


810.904 American 
crit. || U.S.—Hist.—1919-1933 


literature—20th cent.—Hist. & 
55-7379 (W) 


Lynn, Kenneth Schuyler. The dream of 
success; a study of the modern American 
imagination. 1955. 269p. Little, $4. 


Parting company with most critics, a young 
Harvard professor makes an unorthodox ap- 
proach to the plight of the American writer in 
a success society. In his view the American 
dream of success has overpowered the creative 
artist as well as the industrialist. To support 
this thesis, he examines the Horatio Alger 
myth at work in the novels of Theodore 
Dreiser, David Graham Phillips, Frank Nor- 
ris, Jack London, and Robert Herrick. Bold 
and invigorating though he may be most of 
the time, the author sometimes conducts his 
argument without taking into account other 
movements of thought during the generation. 
813.509 American fiction—20th cent.—Hist. & crit. 


|! National characteristics, American || Success 
55-7459 (W) 


Moore, Marianne. Predilections. 1955. 


171p. Viking, $3.50. 

In her first collection of prose pieces Mari- 
anne Moore expresses her admiration for con- 
temporary practitioners of her craft. She is 
chiefly concerned with the poetry of her col- 
leagues: Eliot, Pound, Auden, Cummings, 
Stevens, and William Carlos Williams. From 
time to time she ventures into the past for ap- 
preciations of Henry James, Francis Bacon, 
and Anna Pavlova. As precise, disciplined, and 
compressed as poetry, these essays have ap- 
peared in various magazines over the last 
three decades. 
814.5 Literature, 
tures 


Morton, Charles W. A slight sense of out- 
rage. 1955. 218p. Lippincott, paper-cov- 
ered boards with cloth backbone, $3.50. 


More humorous essays from the author of 
How to protect yourself against women and 
other vicissitudes (BooKutst 48:27, S 15 51). 
These entertaining little pieces on human 
foibles, reprinted from the Atlantic Monthly, 
Punch, and Woman’s Day, frequently plant a 
momentary sting in some sensitive part of 
the reader’s mind. 
817.5 


Modern—Addresses, essays, lec- 
55-7376 (W) 


55-6306 (W) 


Ovidius Naso, Publius. Metamorphoses. 
Tr. by Rolfe Humphries. 1955. 401p. In- 
diana Univ., $3.95. 


A translator who is himself a poet has pro- 
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duced a version of Ovid’s Metamorphoses in 
10-beat unrhymed lines that should secure 
a place in the affections of the modern reader. 
In this translation Ovid’s sophistication and 
warm humanity survive intact; the reasons 
for the popularity of the Metamorphoses with 
the poets of the English Renaissance become 
obvious. The reader should provide himself 
with a classical dictionary to insure his com- 
plete enjoyment, although the translator has 
furnished a brief glossary. 
871.2 55-6269 
Reece, Byron Herbert. The season of 
flesh. 1955. 96p. Dutton, $2.75. 

Working within traditional forms, the poet has 
fashioned ballads that are hard to distinguish 
from their medieval English ancestors, or 
their Kentucky mountain counterparts. He 
has succeeded so well that his Christmas 
carols in particular almost demand musical 
accompaniment. In his more disappointing 
shorter lyrics the poet obviously owes some- 
thing to Blake, Housman, Emerson, Dickin- 
son, and Frost. In them his laconicism some- 
times results in opacity. 


811.5 55-5362 


900 HISTORY 


Bird, William Richard. The two Jacks. 
1955. 209p. illus. Macrae, $3.50. 

The strange World War II adventures of two 
young Canadian officers, Jack Veness and 
Jack Fairweather, who were both captured in 
the D day attack, escaped together from a Nazi 
prison train, and joined the French Maquis, 
to share a bizarre experience under the cruel 
and erratic modern highwayman named Le 
Coz. The expository third person approach 
pales in comparison with firsthand escape 
stories, but the material is red-blooded enough 
to compensate where there is still demand for 
this type of reading. 

940.548171 Veness, Jack Mersereau |! Fairweather, 
Jack Lee || World War, 1939-1945—Personal narra- 
tives, Canadian || World War, 1939-1945—Under- 
ground movements—France 55-6222 


Kempton, Murray. Part of our time; some 
ruins and monuments of the thirties. 1955. 
334p. Simon & Schuster, paper-covered 
boards with cloth backbone, $4. 

Studies of men and women who in one way or 
another subscribed to the social myth of the 
1930’s and later came to regret or repent their 
commitment. The author, a New York Post 
columnist, has brought back the mood of a 
period when intellectuals fled from reality into 
the myth of community propagated by rad- 
icalism or communism. Among the fugitives 
were Whittaker Chambers, Alger Hiss, Lee 
Pressman, Dr. J. B. Matthews, Elizabeth Bent- 
ley, and Paul Robeson. Because he once 
shared their convictions, the author has 
probed the motives of American radicals with 
authority and understanding. 

973.917 Communism—U.S.—1917- || U.S.—Hist. 
—1933-1945 || Trade-unions—U.S.—Hist. 
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Malthe-Bruun, Kim. Heroic heart; the 
diary and letters of Kim Malthe-Bruun, 
1941-1945. Ed. by his mother, Vibeke 
Malthe-Bruun and tr. by Gerry Bothmer. 
1955. 177p. Random, paper-covered 
boards with cloth backbone, $3. 

A young Danish seaman’s letters and diary 
excerpts, 1941 to 1945, addressed for the most 
part to his mother and his sweetheart, move 
from early descriptions of life at sea, poetic 
declarations of love, and adolescent question- 
ings to more sensitive and thoughtful reflec- 
tion. Culminated by a selfless and moving 
farewell written just before the Nazis execut- 
ed him for resistance work, the fragmentary 
record shows an idealistic boy matured into 
a man with heroic personal courage and great 
spiritual faith in the future of mankind. 
940.5481489 World War, 1939-1945—Personal nar- 
ratives, Danish 55-5915 


Miers, Earl Schenck. The web of victory; 
Grant at Vicksburg. 1955. 320p._ illus., 
ports., maps. Knopf, $5. 

One of the high points of the Civil War, and 
of Grant’s career, is re-created in this vivid 
account, drawn to a great extent from primary 
sources. As though they were the three acts 
of a play, the three parts of the book develop a 
dramatic situation in which the general ap- 
pears first as an unprepossessing man and 
soldier, struggles against Confederate enemies 
and Union detractors, and confounds all pre- 
dictions by emerging as a brilliant commander. 
Will attract those who liked the author’s The 
general who marched to hell (Booxuist 47: 343, 
Je1 51). 

973.7344 Vicksburg—Siege, 1863 || 
Simpson, Pres. U.S. 


Grant, Ulysses 
53-9467 (W) 


Neguib, Mohammed. Egypt’s destiny; a 
personal statement. 1955. 256p. Double- 
day, $4. 

In this combination of autobiography and po- 
litical history the former president of Egypt 
gives a delightful picture of village life in 
modern Egypt, a spirited description of his 
military career, and a lucid account of his 
part in the revolution of 1952 and the early 
days of the Egyptian republic. Worth reading 
as a personal record alone, Naguib’s story is 
doubly valuable for the clarity with which 
this high-minded statesman explains his own 
motives and objectives, and enlightens his 
readers on the over-all situation in contem- 
porary Egypt. 


962 Egypt—Hist.—1952- 55-5271 (W) 


910 DESCRIPTION AND TRAVEL 


Daniel, Anita. I am going to Italy. Illus. 


by J. Marianne Moll. 1955. 250p. illus. 


Coward-McCann, $3.50. 

Besides pointing out the sightseeing high lights 
of the Italian mainland and islands, how to 
travel, where to lodge, and what to eat, the 
writer of this chatty guide gives helpful side 





lights on the people and customs and the best 
ways for tourists, particularly Americans, to 
get along with the people. 
914.5 Italy—Descr. & trav.—Guide-books 

55-6135 (W) 


Orsborne, George Black and Severy, 
Merle. Danger is my destiny. 1955. 234p. 
Prentice-Hall, $2.95. 


More perilous exploits from his seemingly in- 
credible adventuring all over the world are 
narrated by the author of Master of the Girl 
Pat (Boox.ist 45:190, F 1 49). Since he went 
to sea at the age of fourteen, Orsborne has 
been whaling and sealing in the Arctic, pearl 
hunting in the Indian Ocean, trading in Africa 
and the Orient, surveying and hunting in In- 
dia, and fighting with commando units in 
Europe and Asia. His further account, which 
includes familiar fare as well as more exotic 
experiences, is for those who share the thrill of 
excitement and danger for its own sake. 

910.4 Voyages and travel 55-5855 (W) 


920 OR B BIOGRAPHY 
Duke, Vernon. Passport to Paris. 1955. 
502p. illus. Little, $5. 


Vladimir Dukelsky, a youthful Russian exile, 
was a professional but not a financial suc- 
cess as a composer in Paris; in the U.S. he 
achieved both kinds of success with popular 
music. As Dukelsky he continues his serious 
work; as Duke he still makes a good living; 
under both names he has always been a friend 
and colleague of notable musicians and news- 
worthy people in the U.S. and abroad. With 
considerable humor and little reticence he 
tells the story of his restless life, a study in 
perpetual motion. 
B Musicians—Correspondence, reminiscences, etc. 
54-8311 


Foley, Albert Sidney. God’s men of color; 
the colored Catholic priests of the United 
States, 1854-1954. With a foreword by 
Richard J. Cushing, Archbishop of Boston. 
1955. 322p. Farrar, $4.50. 


Brief biographical sketches of American Negro 
Catholic priests during the past 100 years, 
showing their background, education, and 
achievements, often against great odds. Of 
more interest as a sociological and historical 
record than for general reading. 

922.273 Catholics, Negro || Catholic Church in the 
U.S.—Biog. 55-6683 


Harrow, Benjamin. Casimir Funk, pio- 
neer in vitamins and hormones. 1955. 
209p. illus. Dodd, $4. 


A friend and colleague for nearly 40 years 
summarizes the personal and professional life 
of an outstanding biochemist. Neatly divid- 
ing his material into two precise parts, the 
author gives an account of the Polish-born 
scientist’s early days, his education, and the 





¥ CHECKING? 


You are invited to send your orders 

to us. 

There are several reasons why: 

1. You receive 33 1/3% discount and 
transportation paid on orders of 25 
or more—on trade books in pub- 
lisher’s binding. 

2. More than 600,000 volumes in stock 
to insure good service. 

3. You may secure from us Any Book— 
Any Publisher—In Any Binding. 

4. Complete Catalog Services: 

© Monthly Adult Lists 

O Spring and Fall Juvenile 
Catalogs 

O Bi-Annual Standard 
Juvenile Catalogs 

We'd like you on our list! 

Please write! 

(= | THE H. R. HUNTTING COMPANY 

29 Worthington Street 

Springfield 3, Massachusetts 

Serving Libraries & Schools 





51 Years 











shaping of his career; the section devoted to 
his work is a more technical review of his 
immensely important experiments concerning 
vitamins, sex and other hormones, cancer, 
diabetes, enzymes, and other problems of nu- 
trition and disease. 


B Funk, Casimir 55-6935 (W) 


Jessel, George Albert. This way, miss. 
With a foreword by William Saroyan. 
1955. 228p. illus. Holt, $3.50. 


Recollections, opinions, and advice addressed 
to his thirteen-year-old daughter by the well- 
known showman include travel notes, com- 
mentaries on everything from politics to sports 
and TV, a great many introductions to and 
funeral eulogies for stage celebrities, and rem- 
iniscences of his own career. With satiric hu- 
mor, sentimental nostalgia, and reiterated 
pride in his Jewish heritage, he expresses 
frank appreciations and antipathies which 
will be of most interest to those familiar with 
the popular entertainment world. 

B 55-7917 (W) 


Melville, Annabelle (McConnell). John 
Carroll of Baltimore, founder of the 
American Catholic hierarchy. 1955. 338p. 
illus. Scribner, $4.50. 

A painstaking biography of one American in- 
tellectual of the eighteenth century who pre- 
ferred to direct his genius for statesmanship 
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toward the establishment of a Catholic hier- 
archy in the U.S. Member of a prominent 
Maryland family, the Jesuit Father Carroll 
returned to the U.S. when his order was sup- 
pressed in France, aided the Revolutionary 
cause, and, with the coming of peace, became 
the first Catholic bishop, and afterwards the 
first archbishop in the U.S. Firmly estab- 
lishes the prelate’s part in determining the dis- 
tinctively American character of the Catholic 
church in the U.S. 
B Carroll, John, Abp. 55-7195 
Pickford, Mary. Sunshine and shadow. 
Foreword by Cecil B. de Mille. 1955. 
382p. illus. Doubleday, $4.95. 

The autobiography of the Canadian-born mo- 
tion picture star whose career, begun at the 
age of five, made her one of the most cele- 
brated Americans of her day, on or off the 
screen. The professional struggles, marriages 
and divorces, friendships, triumphs, and trag- 
edies that made up her story contain inherent 
drama, of which very little survives her gen- 
teel, elliptical, and unimaginative rendition. 
Will have a nostalgic appeal for the earlier 
generations of movie-goers. 


B Actors—Correspondence, reminiscences, etc. 
55-5580 (W) 


Tarry, Ellen. The third door; the auto- 
biography of an American Negro woman. 
1955. 304p. McKay, $3.50. 

A young Negro woman tells of her Alabama 
childhood, her conversion to Catholicism, and 
her experiences as a teacher, holder of nu- 
merous depression-time jobs, writer of chil- 
dren’s stories, and social worker, in her native 
state, New York City, and Chicago. Through- 
out her earlier years a fair skin and a trusting 
nature won her a relative immunity to racial 
discrimination; but her adult decision to align 
herself with colored peoples, and the birth of a 
darker-skinned daughter have developed an 
awareness of what race prejudice does to 
white and black; to point this out is her chief 


reason for writing the book. 
B 55-14466 (W) 


Tenzing Norgay and Ullman, James Ram- 
sey. Tiger of the snows; the autobiography 
of Tenzing of Everest. 1955. 294p. illus. 
Putnam, $4.50. 


For note see Booxuist 51:377, My 15 55. 
B 55-7740 (W) 


Williams, Thomas Harry. P. G. T. Beau- 
regard; Napoleon in gray. 1955. 345p. 
illus., ports., maps. Louisiana State Univ., 


$4.75. 

An exhaustive biography of the Confederate 
general whose life and character were both 
so paradoxical as to make him an intriguing 
figure, much sought after in his heyday and 
an entertaining subject for biographer and 
reader today. This biographer sums up Beau- 
regard as an ardent Southerner who was, by 
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reason of his Creole birth and training, in 
many ways an alien in the Anglo-Saxon Con- 
federacy, an impractical theorist who was 
nevertheless an effective soldier, and a cav- 
alier who helped build the new industrial 
South. 

B_ Beauregard, Pierre Gustave Toutant 55-7362 
Woodress, James Leslie. Booth Tarking- 
ton, gentleman from Indiana. 1955. 350p. 
illus. Lippincott, $5. 

A first biography of the author of such old 
favorites as Penrod and Seventeen and of the 
Pulitzer-winning Alice Adams and The mag- 
nificent Ambersons as well as numerous other 
stories, novels, and plays. The writer, cover- 
ing in detail the facts of Tarkington’s life, not 
only reveals his genial personality through 
entertaining incidents and anecdotes but also 
shows the origin of much of his writing and 
analyzes individual works. Not exciting, but 
an enthusiastic and quite readable critical 
biography with some importance as literary 
history and as a picture of early twentieth- 
century American society. 


B Tarkington, Booth 55-6307 W) 


Suggested for the 


small library 


Barton. How to watch birds. 404. 

Brobeck. The new cook it in a casserole. 404. 

Chubb. Nefertiti lived here. 401. 

Cunningham. Guide to earning a living. 403. 

Faralla. A circle of trees. 411. (fiction) 

Galbraith. The great crash, 1929. 403. 

Hoffman. The twenties. 407. 

Kempton. Part of our time. 408. 

Kirk. You and your retarded child. 404. 

Montgomery. Handbook for the woman 
driver. 404. 

O”’Malley. A family of two worlds. 401. 

Piersall. Fear strikes out. 406. 

Raynolds. The quality of Quiros. 412. (fiction) 

Wellman. High fidelity home music systems. 
406. 

Woodress. Booth Tarkington, gentleman from 
Indiana. 410. 


Children’s books 


Morgan. Prairie star. 414. 

Paton. The land and people of South Africa. 
414, 

Taylor. Iran. 415. 
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Fiction 


Bentley, Phyllis Eleanor. Noble in reason. 

1955. 241p. Macmillan, $3.50. 

For note see Book .ist 51:330, Ap 15 55. 
55-14489 (W) 


Bonner, Paul Hyde. Excelsior! 1955. 
279p. Scribner, $3.50. 
See note on p.401. 

55-7191 (W) 
Bonnet, Theodore. Dutch. 1955. 416p. 


Doubleday, $3.95. 


In a down at heel tavern in a California town, 
a genuine Rembrandt is discovered. Informed 
that the cash value is small, the owner op- 
timistically creates a novel restaurant-bar 
around the picture. Like every venture un- 
dertaken by this simple, kindly man, the proj- 
ect comes to grief, this time because the 
tavern and its owner become the scapegoats 
for some of the town’s most reputable, but 
inwardly corrupt, leaders. A long, eventful, 
slow-moving novel in which the humble and 
good, ostensibly defeated, are nevertheless 
the ones who get what they most value. 
54-8918 (W) 


Chavchavadze, Paul. Father Vikenty. 
1955. 306p. Houghton, $3.75. 


The story of a lovable but eccentric Russian 
Orthodox priest and his volatile and tempera- 
mental New York parishioners. As Father 
Vikenty strives for Christian harmony and 
spiritual elevation in his church, he also wages 
constant battle with his own lusts, temper, and 
minor weaknesses such as an excessive devo- 
tion to his dog, and an undignified interest 
in wrestling. More successful in his efforts 
with others than in curbing his own impulsive 
nature, Father Vikenty is finally required to 
give up his dog as penance, and to return to 
the monastery for a period of meditation and 
discipline. Warmth, humor, and appealing 
characterization make this rewarding reading. 

55-6554 (W) 


Cook, Beatrice Gray. Truth is stranger 
than fishin’. 1955. 303p. illus. Morrow, 
$3.50. 

Retaining the facile style and humorous ap- 
proach of her personal fishing accounts, the 
author presents five fictional pieces, each 
based upon fact and used to illustrate the 
gradual evolution of fishing gear or methods. 
From the ancient Egyptian Imhotep’s barbed 
hook to Mistress Walton’s recipe for pike, pis- 


catorial firsts are ingeniously fitted into 
imaginative tales of what might have been, 
joined by informal background notes. Despite 
the feminine slant, anglers of both sexes will 
find these fish stories intriguing. 

55-6885 (W) 


Faralla, Dana. A circle of trees. 1955. 
ohn Lippincott; paper-covered boards, 
3.90. 


To the farm of Gunnar Nielsen, a Danish im- 
migrant still alien to the harsh Minnesota 
prairie which has already taken his wife 
and disappointed his hopes, comes the wise old 
buckskin-clad wanderer, Reilly-O. Deterred 
by a blizzard from continuing his way south, 
Reilly-O, who charms the children with his 
knowledge of nature and of Indian lore as well 
as with his name, stays long enough to give 
Kersti and Gustav their magic circle of green 
trees and to bring Gunnar a deeper under- 
standing of both his human relationships and 
the new country. A tender but realistic novel, 
of almost childlike freshness, with distinct 
regional flavor and universal meaning. 

55-6719 (W) 


Gwaltney, Francis Irby. The day the cen- 
tury ended. 1955. 312p. Rinehart, paper- 
covered boards with cloth backbone, $3.50. 


Sam Gifford of Gray’s Landing had enjoyed 
most of the amenities that civilian life in a 
small town had to offer, including property, 
prestige, and a beautiful wife. During the 
years that Sam soldiered in the Philippines 
Gray’s Landing receded into memory, espe- 
cially after he joined a convict company of 
infantry on Luzon. The months of brutality 
and violence stopped for Sam on the day the 
century ended, the day the bomb fell on Hiro- 
shima. An angry novel about civilian sol- 
diers versus regular Army officers, told in 
the bald, uninhibited, four-letter-wurd speech 
of the foxhole. 

55-6428 (W) 


Lawrence, Josephine. The gates of living. 
1955. 313p. Harcourt, paper-covered 
boards, $3.95. 
The two attractive daughters of a self-cen- 
tered divorcée drew opposite conclusions 
about the desirability and importance of mar- 
riage. Clemmy expected so little that she en- 
tered into marriage and divorce with equal 
casualness, while Drusilla expected so much 
that she elected to find satisfaction in good 
deeds rather than risk disappointment in 
marriage. Sage counsel, lessons in living 
learned at second hand, and a persistent young 
man succeeded in changing Dru’s mind. Sur- 
face consideration of a valid problem limits 
this to the acceptable light fiction class. 

55-5637 (W) 


Lodwick, John. The cradle of Neptune, a 
novel. 1955. 285p. Roy, $3. 
An alumnus of the British naval training col- 
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lege pictures life in Dartmouth prior to World 
War II. Scores of adolescent boys, civilian 
dons, and officers in search of promotion mill 
about the scene, but the most eye-compelling 
figure is that of Cadet Roffey, a sixteen-year- 
old who engineers his own dismissal rather 
than endure a sadistic officer’s dominance; in 
so doing he brings his persecutor down with 
him. Characters and author alike appear to 
view the old days with a loathing tinged with 
nostalgia. 
Dartmouth, Eng. Royal Naval College—Fiction 
55-5921 (W) 


Raynolds, Robert. The quality of Quiros. 
1955. 309p. Bobbs-Merrill, $3.75. 


A novel based on the historic voyage of Alvaro 
de Mendana the Spanish explorer who sailed 
from Peru in 1595 to establish and become 
governor of a colony in the Solomon Islands 
which he had discovered and claimed for 
Spain and the Catholic Church in 1574. A 
novel of ideas as well as action in which the 
author demonstrates his thesis that greed, 
selfishness, and the use of force to attain one’s 
ends bring disaster, while the quality of self- 
lessness—typified in the novel by Fernando de 
Quiros the Portuguese navigator—resists, de- 
flects, or mitigates evil, whether in the six- 
teenth or the twentieth century. 

Queiros, Pedro Fernandes de—Fiction 55-6821 (W) 


Thomas, Dylan. Adventures in the skin 
trade, and other stories. 1955. 275p. New 
Directions, $3.50. 
A collection of prose fiction by the late Welsh 
poet which brings together the fragments of 
novels and complete stories that first appeared 
in British “little”? magazines or books long 
out of print. About a third of the book con- 
sists of Adventures in the skin trade, a novel 
that the poet began but never finished. The 
rest is made up of stories that are a compound 
of Welsh folklore, surrealism, psychoanalysis, 
mythology, and the Christian religion. Gro- 
tesque and macabre, they hold the reader by 
the sorcery of their language, even when they 
verge on the obscure. 

55-7367 (W) 


Vining, Elizabeth (Gray). The Virginia 
exiles. 1955. 317p. Lippincott, $3.95. 


For note see Book ist 51:306, Ap 1 55. 
55-6300 (W) 


Weidman, Jerome. Your daughter Iris, a 
novel. 1955. 316p. Doubleday, $3.95. 
From England, twenty-one-year-old Iris 
Dodd, a bride of a year, writes letters to her 
mother in New York telling about the delayed 
honeymoon she is taking with Martin, her 
doctor-husband. Iris finds that England and 
the English, though a far cry from the Bronx, 
have some redeeming features; she also learns 
that while marriage gives a girl a first mort- 
gage on a man, regular payments are re- 
quired to hold him. Feminine appeal. 

55-6484 (W) 
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Books for 
young people 


Allen, Lee. The hot stove league. Barnes, 


For note see Book.ist 51: 383, My 15 55. 


Barton, Roger. How to watch birds. 
See note on p.404. 


Cunningham, Ed and Reed, Leonard. 
Guide to earning a living. 
See note on p.403. 


De Wohl, Louis. The spear. Lippincott. 
$3.95. 


A religious novel narrated in modern terms 
though set in the time of the Crucifixion. For 
mature readers. See also note in BooxKList 
51:366, My 1 55. 
Emery, Anne. Campus melody. 1955. 
189p. Westminster, $2.75. 
Continuing High note, low note (BOooxKLIsT 
50:422, Jl 1 54), the author takes Jean Bur- 
naby through the familiar but typical adjust- 
ments and experiences of a freshman year in 
college, among them an unhappy but instruc- 
tive big-man-on-campus attraction, from 
which she returns to the faithfully waiting 
Scotty. A basically sound but very ordinary 
college story, with less of the Burnaby family 
than usual, for younger girls. 

55-5315 (W) 


Gaster, Theodor Herzl. New Year. 1955. 
138p. illus. Abelard-Schuman, $2.50. 


In simple familiar fashion a specialist in folk- 
lore and comparative religion traces the his- 
tory of man’s celebration of the New Year 
from primitive to modern times. Devoting 
each chapter to some aspect of the original 
festival, he describes world- and century-wide 
customs, traditions, beliefs, and superstitions 
which have been derived from it, and relates 
their seeming diversity to an underlying unity 
of meaning. His informal approach notwith- 
standing, the material will be more useful for 
reference than for casual reading. 


394.268 New Year 55-5069 (W) 


Laye, Camara. The dark child. Noonday, 
$2.75. 

This sensitive and poetically written self-por- 
trayal of a boy growing up in French Guinea 
is one of the most suitable of the current books 


on Africa for young people’s collections. A 
chapter on circumcision rites is handled nat- 
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urally but without explicit terminology. See 
also note in Booxuist 51:175, D 15 54. 


Longstreth, Thomas Morris. Dangerline. 
1955. 202p. Macmillan, $2.75. 
A teen-age tale of foreign intrigue in which 
Josef Kiep, a German boy, spends a year 
learning farming and democracy in America, 
returns to Berlin, and is arrested by the Rus- 
sians after making a pro-Western broadcast 
for RIAS, the Radio in the American Sector. 
His American friend Lew Falcon, who has 
come to visit him, crosses the “dangerline” into 
East Berlin and helps rescue Josef from a 
Communist quarantine camp. Though the 
writing is mediocre, with stilted dialogue and 
sensationalized incidents, some libraries may 
wish to consider for the modern German 
background and the picture of RIAS. 
55-1363 (W) 


Mays, Willie and Einstein, Charles. Born 
to play ball. Putnam, $2.50. 
For note see Booxk.ist 51:384, My 15 55. 


Meany, Thomas and others. The incredi- 
ble Giants. Barnes, $3. 
For note see Book ist 51:384, My 15 55. 


Piersall, James A. and Hirshberg, Al. 
Fear strikes out. 
See note on p.406. 


Romulo, Carlos Pena. Crusade in Asia. 
Day, $4. 

A readable firsthand account of democracy’s 
fight against communism in the Philippines, 
with broader implications for Asia and the 
rest of the world. See also note in BooxKtist 
51:290, Mr 15 55. 


Roosevelt, Theodore, Pres. U.S. The 
hunting and exploring adventures of The- 
odore Roosevelt. 
See note on p.406. 


Sandburg, Carl. Prairie-town boy. Har- 
court, $2.75. 
For note see Booxkuist 51:396, My 15 55. 


Wells, Helen. A flair for people. 1955. 


192p. Messner, $2.75. 


Beginning her career as a personnel worker 
first in a doll factory and then in a large de- 
partment store, Ann Roberts finds herself op- 
posed by efficiency and cost reduction experts 
as she tries to secure employees’ rights and 
help solve individual problems. An average 
career story in which the heroine has an un- 
fortunate tendency to romance during office 
hours but at least the personnel practices ad- 
vocated are sound. For younger girls where 
needed. 

55-6930 (W) 


Children’s books 


Bridgman, Elizabeth (Klein). Lullaby for 
eggs, a poem; with pictures by Elizabeth 
Orton Jones. 1955. unpaged. illus. Mac- 
millan, $2.25; paper-covered boards, $1.75. 


With lovely pictures of egg-filled nests in 
tree or chimney, on arctic tundra or windy 
prairie, the artist has harmoniously inter- 
preted a tender poem which entreats, “Roll 
smoothly, Earth—guard fragile things that 
hold our hope of song and wings.” A rather 
special item but one which will be treasured 
by many sensitive children and their parents. 
The poem was first published in the Christian 
Science Monitor. Ages 4-8. 

55-14355 (W) 


Buehr, Walter. Treasure; the story of 
money and its safeguarding. Illus. by [the 
author]. 1955. 64p. illus. Putnam, $2.50. 


A brief, understandable account that traces 
the history of exchange from the simple bar- 
ter system to the complex monetary structure 
of today, explaining how barter, token money, 
coins, paper money, and the “checkbook dol- 
lar” came into use, how money is safeguarded, 
and how it operates in the world today. 
Grades 5-8. 


332.4 Money 55-5783 (W) 


Forster, Logan. Desert Storm; illus. by 
oe Hubbard. 1955. 218p. illus. Dodd, 
2.75. 


An absorbing story of an Apache Indian boy 
who is given a badly injured race horse that 
would otherwise have been _ destroyed. 
Through faith and patience and with the help 
of his sheep rancher employer and a wise old 
Apache, Ponce brings Desert Storm back to 
health and, under the sponsorship of a breeder 
and racer, rides the filly to victory in the Santa 
Anita Handicap. Despite the unlikely situation 
the story can be recommended for its por- 
trayal of racial pride and boy-horse, Indian- 
white relationships. Grades 6-8. 


Horses—Stories 55-5078 (W) 


Gay, Zhenya. What’s your name? 1955. 
47p. illus. Viking, $2. 

A picture book in which clues for identifying 
ten animals are given in text and pictures on 
the pages preceding drawings of young ani- 
mals such as dogs, pigs, squirrels, frogs, polar 
bears, and penguins. The book is disappoint- 
ing in that the unrhythmical text is quite 
commonplace, but the softly drawn pictures 
will appeal to the very young, and children 
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of four and five will enjoy the book as a 
guessing game. 
55-14310 (W) 


Kay, Helen, pseud. One Mitten Lewis. 
Illus. by Kurt Werth. 1955. unpaged. 
illus. 10% in. Lothrop, paper-covered 
boards, $2. 


Lewis’ mother called him the losingest boy 
in town because he was always losing his mit- 
tens, always just one, never a pair. Finally 
the odd mittens were put in a box labeled One 
Mitten Lewis and from the soon bulging box 
Lewis had to choose mismatched mittens 
when he went out to play. Small children 
will understand Lewis’ problem and be 
amused by the solution as presented in this 
gaily pictured story. Ages 4-8. 

54-7883 (W) 


Koch, Dorothy. I play at the beach. Pic- 
tures by Feodor Rojankovsky. 1955. un- 
paged. illus. Holiday, $2.50. 
In a picture book which catches a child’s feel- 
ings about the delights and wonders of the 
seashore, a little girl tells about a joyous day 
spent at the beach playing in the sand and sea 
and exploring the shore and its life. The 
glowing pictures convey with vividness the 
warmth of sun and sand and the coolness of 
the water and ocean breezes. Ages 3-7. 
55-14412 (W) 


McIlvaine, Jane S. Cintra’s challenge. 
1955. 219p. Macrae, $2.50. 


A light modern romance which, despite its 
inadequate characterization and average writ- 
ing, will help satisfy a demand by older girls 
for horse and love stories. At the once great 
Shelbourne Hall in the fox-hunting country 
of Virginia, Cintra Shelbourne, who had the 
responsibility of running a boarding stable, 
organizing fox hunts, and catering to paying 
guests, temporarily falls in love with a sophis- 
ticated New Yorker before realizing that it is 
a steady local lad whom she really loves. A 
condensed version of this story appeared in 
Compact magazine under the title: Love like 


ours. Grades 7-9. 
55-6448 (W) 


Morgan, Nina Hermanna. Prairie star. 
Illus. by Robert Henneberger. 1955. 189p. 
illus. Viking, $2.75. 


A warm and sincere pioneer story in which 
recently orphaned Johan and his grandparents 
come from the fiords of Norway to North 
Dakota so that Johan may grow to manhood 
in a land of freedom and opportunity. By the 
end of the first difficult, eventful year which 
they have weathered with the help of friends 
and neighbors, Johan and his grandparents 
have proved that they are no longer homesick 
newcomers but real American homesteaders 
with much to contribute in the way of friend- 
ship, skill, and industry. Grades 5-8. 

North Dakota—Stories || Frontier and pioneer life 
—Stories 55-1412 (W) 
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Morrill, Madge (Haines) and Morrill, Les- 
lie. The Wright brothers, first to fly. Illus. 
by Lee J. Ames. 1955. 128p. illus. Abing- 
don, $1.50. 

This acceptable easy-to-read narrative biog- 
raphy of Wilbur and Orville Wright begins 
with their boyhood, tells of their early ex- 
periments and business enterprises, and ends 
with their successful powered flight at Kitty 
Hawk. Simpler than Reynolds’ The Wright 
brothers, pioneers of American aviation 
(Bookuist 47:142, D 1 50) and places more 
emphasis on adult accomplishments than Ste- 
venson’s Wilbur and Orville Wright, boys with 
wings (BooK.ist 48:110, N 15 51). Grades 4-5. 
B_ Wright, Wilbur || Wright, Orville 55-14243 (W) 


Paton, Alan. The land and people of 
South Africa. 1955. 143p. illus. Lippin- 
cott, $2.75. 


In spite of the didactic, travelog style, this 
authoritative book by the author of Cry, the 
beloved country (Booxkuist 44:203, F 1 48) 
is both interesting and highly informative. 
As the author, a South African, conducts the 
reader on a tour of his country he describes 
towns and countryside, flora and fauna, re- 
sources, and industries, discusses the various 
ethnic groups, and political and social history, 
points out the effects of Western civilization 
and ideas on the African way of life, and ana- 
lyzes and clarifies South Africa’s greatest 
problem, racial relations. Grades 8-10. 

916.8 Africa, South—Descr. & trav. 55-6723 (W) 


Pratt, Fletcher. Famous inventors and 
their inventions. Illus. by Rus Anderson. 
1955. 142p. illus. Random, $2.75. 


Some 50 important inventions—from explo- 
sives and printing to frozen foods and atomic 
energy—and their inventors are briefly but 
adequately treated in a readable account. For 
popular rather than reference use. Grades 5-8. 
608 Inventions 54-7008 (W) 


Rapaport, Stella F. A whittle too much; 
illus. by [the author]. 1955. 45p. illus. 
Putnam, $2. 


Pell-mell action in an amusing easy-to-read 
story of a French Canadian boy who becomes 
so absorbed in his whittling that he lets his 
cart run away with him. As Henri careens 
down the hill toward the sea his cries for help 
are mistaken for warnings of danger to the 
fishing fleet; when the trailing villagers arrive 
at the beach where the fishermen actually are 
in trouble, Henri is a hero. The action pic- 
tures on every page afford enticing glimpses of 
the people and countryside of the Gaspé 
Peninsula. Grades 2-4. 


Gaspé Peninsula—Stories 55-5786 (W) 


Renick, Marion. Todd’s snow patrol. II- 
lus. by Pru Herric. 1955. 123p. illus. Scrib- 
ner, $2. 


A boy from Alabama who has never seen snow 
moves to a northern town where interest 
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centers around winter sports and the annual 
Snow Show. Eager for the first snow and all 
the fun it promises, Todd is also determined 
to learn to ski so that he can take part in the 
carnival with his classmates. How he learns 
to ski and, though just a plucky beginner, 
becomes a member of the Snow Queen’s ski 
patrol is told in a young sports story that is 
Shienant and easy to read. Grades 3-5. 
Skiing—Stories 55-6917 (W) 


Rowe, Viola. Oh, brother. Decorations by 
Genia. 1955. 214p. illus. Longmans, $2.75. 


Penny Palmer began her senior year of high 
school with misgivings because, with her 
twin Pete, on whom she had always depended, 
in the army, she would be on her own. She also 
had mixed feelings about Slats, the strong- 
minded unglamorous boy Pete had asked to 
look after her like a brother. The story of 
Penny’s difficulties and good times is light- 
weight and of no permanent value but it has 
typical contemporary situations, humor, and 
a nice grandfather-granddaughter relation- 
ship to recommend it. Grades 7-9. 

55-6733 (W) 


Sears, Paul McCutcheon. Barn swallow. 
Illus. by Walter Ferguson. 1955. 45p. 
illus. Holiday, $2. 


The life cycle of a barn swallow—learning to 
fly and feed itself, migrating to and from 
South America across the Gulf of Mexico, 
mating, nest building, and feeding the nest- 
lings. Simple narrative text; attractive pic- 
tures that capture the grace and speed of 
swallow flight. Ages 6-9. 


598.2 Swallows 55-14422 (W) 
Taylor, Alice. Iran. Illus. by Rafaello 
Busoni. 1955. 26p. illus. Holiday, $1.75. 


In the pattern of the “Lands and peoples” 
series this slight but useful introductory book 
offers up-to-date information on Iran—phys- 
ical aspects, life and customs of the people, 
high lights of history, and present-day prob- 


lems. Includes a double-page map and a 

chronology of historical events. Grades 6-8. 

955 Iran 55-1726 (W) 
EDITIONS 


Lloyd, Norman, arr. The new golden song 
book. Pictures by Mary Blair. 1955. 96p. 
illus. 13 in. Simon & Schuster, $2.39; 
paper-covered boards, $1.95. 


“Seventy-four nursery, cradle, folk, and pa- 
triotic songs, hymns, carols, rounds, ‘and sing- 
ing games.”—Subtitle. This new edition of a 
book listed in Booxuist 42:41, O 1 45 includes 
11 additional songs, is more conveniently ar- 
ranged by type of song, is freshly and at- 
tractively illustrated, and larger in format. 
Ages 4-10. 


784 Songs M55-1006 (W) 


Free and inexpensive 
material 


Send orders or requests directly to the 
publisher named in each entry. All items are 
paper-covered unless otherwise indicated. 


Bantam fifty. Bantam Books, 25 W. 45th St., N.Y. 
36, 50c. 


Beyond this place, by A. J. Cronin. 


Bowling to win, by Buzz Fazio and the national 
championship Stroh’s team. Ed. by Steve Cruchon. 
79p. illus. Grosset, $1. Pointers on effective play. 


Coach House Press plays. The Coach House Press, 
Inc., 53 W. Jackson Blvd., Chic. 4, each, 90c. 


Abe Lincoln—New Salem days; a historical play 
for children by Charlotte B. Chorpenning. 80p. 
illus. A play in three acts for young audiences 
but mature actors. Production notes appended. 


The magic horn; a story of Roland and Charle- 
magne, by Anne Nicholson & Charlotte B. 
Chorpenning. 64p. illus. A three-act dramatization 
of a French heroic incident; of chief interest to 
young people although intended for mature 
actors. Production notes appended. 


Development of public libraries in Africa; the 
Ibadan seminar. 155p. illus. UNESCO, dist. by 
Columbia Univ. Press, 2960 Broadway, N.Y. 27, 
$1.75. The sixth in the series ‘Unesco public library 
manuals” contains material resulting from a semi- 
nar held in Nigeria in 1953. Covers organization of 
public library services in Africa, provision of 
suitable materials, and professional training. 


Headline series. Foreign Policy Assn., 345 E. 46th 
St., N.Y. 17, 35c. 


South Africa, by Gwendolen M. Carter. 62p. illus. 


Let’s name the baby, by Peggy Boehm. unpaged. 
Sterling, 50c. A list of names with national origin 
and meaning for each. 


Misguided missiles; the Travelers 1955 book of 
street and highway accident data. 28p. illus. The 
Travelers Insurance Companies, Hartford, Conn., 
free. Graphic presentation of statistics on auto- 
mobile accidents in the U.S. 


Modern library paperbacks. Random, 95c. 


The brothers Karamazov, by Fyodor Dostoyevsky. 
Tr. by Constance Garnett. Introd. by Marc 
Slonim. 


Selected films for world understanding; a guide to 
films for study and discussion of America’s role in 
the world today, by Wendell W. Williams. 88p. 
Audio-Visual Center, Division of Adult Education 
and Public Services, Indiana University, Blooming- 
ton, Ind., $1.50. Information on over 350 films useful 
for high school and college classes and adult dis- 
cussion groups. 


Senile aged problem in the United States, prepared 
by Dorothy C. Tompkins. 82p. Multilithed. Bureau 
of Public Administration, University of California, 
Berkeley 4, Calif., $1.50. A factual review of the 
care of senile aged persons in various states. 


Your figure, ladies, by Paul Fogarty. 87p. illus. 
Barnes, paper-covered boards, $1. Fifty-three exer- 
cises designed to help keep a trim figure. The 
exercises are those used by the author in his tele- 
vision program. 
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